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GENERAL ADMINISTRATION SERVICES) 


The 19th March , 1976 


No. 392-75-76 /6995.- [n exercise of the powers conferred by sub -section ( 1) ( a ) of section 
27 of the Punjab Land Revenue Act, 1887 and Sub - section 

(1) (a ) of section 105 of the 
Punjab Tenancy Act, 1887, the Governor of Haryana is pleased to confer 

upon 

Shri 
Bhaskar Ohitterjee, I.A.S., Sub -Divisional Officer ( Civil ), Thanesar, the powers of a Collector under the 
said Acts , to hear and dutermine appeals froin the orders and decrees of Assistant Collectors of the 1st 
and 2nd Grades , such powers to be exercised by the said Shri Bhaskar Chatterjee within the limits of the 
Thanesar Sub -Division of the Kurukshetra District . 

No. 392-75-76 !6997. - Under the provisions of clause (c) of section 3 of the Land Acquisition 
Act , 1894 , the Gwernor of Haryana is pleased to appoint Shri Bhaskar Chatterjee , L.A.S., Sub -Divisional 
Officer ( Civil), Thanesar, to perform the functions of a Collector under the said Act within the 
limits of the Thanesar Sub -Division of the Kurukshetra District, 

No. 392-79-76 /6998. - In exercise of the powers conferred by the sub - section (2 ) of section 3 
of the Punjab Restitution of Mortgaged Lands Act, 1938 (Punjab Act IV of 1938), the Governor 
of Haryana is pleased to invest Shri Bhaskar Chatterjee, I.A.S., Sub -Divisional Officer ( Civil ), Thanesar , 
with the powers of a Collector for the purpose of the aforesaid Act, such powers to be exercised within 
the limits of Thanesar Sub - Division of the Kurukshetra District . 


No. 392-78-76 /6999. - In exercise of the powers conferred by clause (b ) of section 2 of the 
Punjab Occupancy Tenants (Vesting of Proprietary Rights ) Act, 1952 , the Governor of Haryana is 
pleased to empower Shri Bhaskar Chatterjee , I.A.S., Sub-Divisional Officer ( Civil), Thanesar, to perform the 
duties of a Collector under the said Act, within the limits of the Thanesar Šuts-Division of the Kurukshetra 
District. 


No. 392-75-76 / 7000.-- In exercise of the powers conferred by section 3 of the Colonization 
of Government Lands Act, 1912 (Punjab Act V of 1912 ), Shri Bhaskar Chazterjee, I.A.S., Sub -Divisional 
Officer (Civil ), Thanesar, is appointed as a Collector to perform all the functions and exercise 
all the powers under sections 17, 20 (3 ), 24 , 25 , 26 , 32 , 33 and 34 of the said Act within the 
limits of the Thanesar Sub -Division of Kurukshetra District over the lands to which the said Act 
applies in respect of all State-owned lands in the Sub - Division under the management or control of 
the Public Works Department, Haryana , and the Rakh Hansi Bir in Hissar District . 

No. 770-75-76 7003 . - In exercise of the powers conferred by sub -sectior. (I) of section 20 of the Code of 
Criminal Procedure, 1973 , the Governor of Haryana is pleased to appoint Shri Dharam Vir, L.A.S., 
Assistant Commissioner as an Executive Magistrate in the Mahendragarh District from the date he takes over 
charge of such duties in the District . 


No. 470-78-767004 .-- In exercise of the powers conferred by sub-section (4 ) of section 20 of the Code of 
Criminıl Procedure . 1973, Shri Dharam Vir , L.A.S., Sub -Divisional Officer (Civil), Rewari, an Executive 
Magistrate is placed incharge of the Rewari Sub -Division of the Mahendragarh District from the date he takes 
over charge of duties in the District . 


No. 770-75-76 / 7005.-- In exercise of the powers conferred by sub -section (1 ) (a ) of section 27 of the 
Punjab Land Revenue Act, 1887 and sub -section (1) (a ) of section 105 of the Punjab Tenancy Act, 1887, the Gover 
nor of Haryana is pleased to confer upon Shri Dharam Vir, I.A.S., Sub-Divisional Officer (Civil), Rewari, the 
powers of a Collector under the said acts, to hear and determine appeals from the orders and decrees of Assistant 
Collectors of the 1st and 2nd Grades, such powers to be exercised by the said Shri Dharam Vir, I.A.S. , 
within the limits of the Rewari Sub -Division of the Mahendragarh District. 


No. 770-75-76 / 7006. - Under the provisions of clause (c) of section 3 of the Land Acquisition Act, 1894, 
the Governor of Haryana is pleased to appoint Shri Dharam Vir, I.A.S. Sub- Divisional Officer ( Civil), 
Rewari to perform the functions of a Collector under the said Act within the limits of the Rewari Şub 
Division of the Mahendragarb District . 


No. 770-75-76 7007 . - In exercise of the powers conferred by sut - section (2 ) of section 3 of the 
Punjab Restitution of Mortgage Lands Act, 1938 ( Punjab Act IV of 1938 ), the Governor of Haryana is pleased to 
Invest Shri Dharam Vir, I.A.S., Sub -DivisionalOfficer ( Civil ), Rewari with the powers of a Collector for the 
purpose of the aforesaid Act, such powers to be exercised within the limits of Rewari Sub - Division of the 
Mahendragarh District. 


No. 770-75-767007 - A. - In exercise of the powers conferred by clause (1 ) of section 2 of the Punjab Occu 
pancy Tenants ( Vesting of Proprietary Rights) Act, 1952 , the Governor of Haryana is pleased to empower Shri 
Dharam Vir, L.A.S., Sub -Divisional Officer (Civil), Rewari to perform the duties of a Collector under the said 
Act within the limits of the Rewari Sub -Division of the Mahendragarh District. 


